cable had not been pressing against the rib.  He believed that
after the line was fixed and as he started around the corner the
cable snapped tight and pulled out the bottom of the curtain (Tr.
69).  At the time the citation was issued the miner was 50 to 60
feet into crosscut 30 from entry 5 (Tr. 76-79).

This portion of the mine is a very dry and dusty section.
The ventilation seemed okay (Tr. 71, 76).  There was no gas at
this face (Tr. 78).  Day estimates 50 to 70 trips were made that
day by the shuttle car (Tr. 74).

At the time of the incident witness Richard Childs had been
absent from 2 Main West for approximately 30 minutes.  Upon re-
turning he found the water line had been repaired and the shuttle
car was 1/2 to 3/4 full.  He then replaced Day as the operator
and moved the miner back into the face and started cutting.  They
had already mined about 60 feet into crosscut 30.  Childs com-
pleted filling the car in 20 to 30 seconds (Tr. 84-87, 94).

Day motioned to Childs that the car was filled.  Childs then
saw Horace Petty shaking his light directing them to stop
mining.  He then started to back away from the face.  At that
point the MSHA inspector appeared and directed him to shut down
the miner, which he did.  There was no dust because the miner
hadn't been operating (Tr. 87-89, 93).  Childs did not notice the
lack of air flow across his body nor did he notice any air
problem (Tr. 92, 96).

Other than spadding the curtain, no other precaution had
been taken to keep the trailing cable from collapsing on the
curtain.  Spadding is usually sufficient but a temporary post or
jack had not been used to. block the curtain from moving against
the rib (Tr. 94, 95).  Childs estimated that the trailing cable
was 1 1/2 inches thick (Tr. 99).

Steve Behling, Consolidated's safety supervisor, accompanied
MSHA inspector Heggins during the inspection.  Behling took the
inspector to 2 Main West because that section was probably one of
the best in the mine (Tr. 100, 101).

When the two men approached entry 5 no comment was made con-
cerning the curtain at crosscut 29.  The men saw the cable
against the curtain and Behling knew there was a problem.  Coming
around the corner, Behling saw Petty waving his light to shut
down the miner operator (Tr. 101-106).  Inspector Heggins con-
tinued on and got out his anometer.  It wouldn't turn and Heggins
said the company was under an order situation (Tr. 103).

After the mining activity was discontinued the curtain was
picked up and pulled out.  Behling rechecked and found they still
had no air (Tr. 105).  They then started pushing the curtain out.
At that point Heggins got an air reading of about 6100 (Tr. 105).
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